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1 MC 
CaS September , 1966 


pea 


Federal “ommunications Commission 
Washington, 1, Cc, 20554 
Dear Sir: 
In accordance with Construction Permit BP=D -708 granted by the 


Commission on March 25, 1965, the applied for Hducational FM broad- 
cast facility has been constructed, 


- foramen “6 Permit ,Ceauip- 


ment test are now betng conducted with the constructed Facility. 


Respectfully Yours, 


Hwkins etc. 


eC PULP Creme lhe Conese 
District Engineer 
402 Federal Bldg., 
Norfolk, Virginia 


